The Paul Kimball Hospital, Inc. ° 

River Ave. — Lakewood, New Jersey 2 
75 bed general hospital in the heart of 
the famous Jersey Pines. Fully approved ^ 

by the American College of Surgeons. £ 


PLACE 
ONE CENT 
STAMP 
HERE 

1B-H2532 








Paul tCimlsLcdl cJl<M{utal 

LAKEWOOD - NEW JERSEY 


